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E.O. 11652: N/A 
TAGS: TECH, RO 

SUBJECT: US-ROMANIAN ATOMIC ENERGY COOPERATION 

IN HIS VISIT TO AEC MID-FEBRUARY AMBASSADOR HAD 
ASKED AEC INTERNATIONAL DIVISION DIRECTOR 
FRIEDMAN TO SUGGEST AREAS FOR CONTINUING COOPERATION 
WITH ROMANIA IN THE LIGHT OF AEC'S EXPERIENCE SINCE 
CHAIRMAN SEABORG'S VISIT AND ATOMS IN ACTION EXHIBIT 
DURING AMBASSADOR'S PREVIOUS TOUR HERE. SINCE 
AMBASSADOR WILL BE CALLING ON IOAN URSU IN NEXT 
FEW WEEKS WOULD BE HELPFUL TO KNOW WHEN AEC 
COMMENTS WILL BE SENT. 
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